Brief comment text:

900 MHZ band is essential for our off the grid Search and Rescue Communications. Allowing the commercial companies to take it away will put people's lives in danger. PCSAR is 100% volunteer non profit organization. We can't afford experience radios and repeaters in a Colorado Mountains. Meshtastic is using 900MHZ and it is essential support to our mission 
